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Cy ^®of 4. 


20 June 1956 

KiSMORAliDUK FOP: Space, Maintenance and Facilities Sr. 

Heal Estate & Construction Division 

ATT3HTICK: 

PUBJSCT: Request for /dditional Panel Board Track 


Request installation of one additional panel board track in 
Hook 436 S, 1717 H Street J'W. Additional track it necessary for 
utilisation of transparent screen panel to be installed in the 
above rooB. 


CIV : hps ( 20 J on 56 ) 

Diet: Orig & 1 - addressee 
cc - L0, cy 3 
- Chron, cy 


Director of Materiel 

PCS/DCl 
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